
2061035483 


Source: https://www.industrydocuments.ucsf.edu/docs/yrlp0003 





2061035484 


Source: https://www.industrydocuments.ucsf.edu/docs/yrlp0003 





2061035485 


Offer eipiret December 31, 13M- 

Offer not ntid io asnbuulion with »»y other (S*eeent, promotias, ear 
for 4Tiy ofjimued jroup tOmdaoce Offer to perUdpebtg Hlitoe*. 
CertifWe bu no out vrioe 4 b 4. If huterotlwnnfrmltsing. cenoct be replaced. 
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UtM Lights 6 im 'wC 0.5 mg mcoror- l^fns 0a.jO_n« 'trf 0 ? m iw 
asi per ngwlti, Vf FTC mtitwi bghts Soft 10 mg w U.) nw mcoiim— 

I Off* IB mg ~tU‘ 1,0 mg mewrw n per ogaretta, FTC Rqiut Feb.’OS. 


SURGEON GENERAL'S WARNING: Sffiolcinfi 
By Prtgnani Woman May Rasutt in Fatal 
Injury, Pramaiure Birth. And Low Biiih Waiflht. 
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